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RECEIVED IN FAIR CONDITION. EMULSION SLIGHTLY TACKY® LIGHT 
PRESSURE MARKS ALONG DATA CHAMBER EDGE FIRST 500 FRAMES BOTH SIDES. 
EMULSION PEAL-OFF ON FRAME 0003 L® CREASE ON FRAMES 000 1R TO 0007R 
DUE TO SPLICE® MILD PINHOLES INTERMITTENTLY THROUGHOUT TAKE® 
MANUFACTURER SPLICE 0006L* CONFIGURATION OPERATED SATISFACTORILY® 
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